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Message Text 

UNCLASSIFIED 

PAGE 01 BUDAPE 01418 021359Z 
ACTION COME-00 

INFO OCT-01 EUR-12 EB-07 ISO-00 PASS-00 /020W 

021402Z 093678/43 

R021212ZMAY 77 
FM AMEMBASSY BUDAPEST 
TO SECSTATE WASHDC 8414 

UNCLAS BUDAPEST 1418 

EO 11652: N/A 
TAGS: BEXP HU 

SUBJECT: DIRECT RELAY TELEGRAM 

TO: MR. JOHN C. LANG, EXECUTIVE VICE PRESIDENT 
AMERICAN ELECTRIC EUSION CO, INC. 

707 SPENCE LANE 
NASHVILLE, TENN 37210 
TELEX: TWX 810-314-1414 

REE: LANG/BACHMANN LETTER APRIL 12 

AS PROMISED, MY ASSISTANT KATALIN SIMON HAS CONTACTED 
PANNONIA WHERE MISS KATALIN VAGO ADVISED THAT PANNONIA 
ANSWER TO YOUR PROPOSALS WAS SENT TO YOU IN EARLY APRIL. 

PANNONIA IS NOW AWAITING YOUR REPLY. PLEASE LET US KNOW 
IF WE CAN BE OF FURTHER ASSISTANCE. 

F. BRENNE BACHMANN 
COMMERICAL ATTACHE 
AMERICAN EMBASSY 
BUDAPEST, HUNGARY 

MUDD 

NOTE BY OC/T: PASSED NASHVILLE, TENN. 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 02-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BUDAPE01418 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 53-0300 

Format: TEL 
From: BUDAPEST 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977051 05/aaaadmvq. tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: d4826088-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 14-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2335592 
Secure: OPEN 
Status: NATIVE 

Subject: DIRECT RELAY TELEGRAM TO: MR. JOHN C. LANG, EXECUTIVE VICE PRESIDENT AMERICAN ELECTRIC FUSION CO, INC. 
TAGS: BEXP, HU 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/d4826088-c288-dd1 1 -92da-001 cc4696bcc 
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